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OLC 73-0635 
6 June 1973 


MEMORANDUM FOR: Deputy Director for Science & Technology 


SUBJECT: 

STATINTL 


Correspondence Received by Chairman Hebert, 
House Armed Services Committee, Concerning 



The attached letter from Chairman Hebert, House Armed Services 
Committee, together with the enclosure from 

STATOTHR 

j^^is forwarded for your information and such action as you deem 
appropriate, I have rechecked the Committee staff and have been advised 
that absolutely no response to Hebert's letter is expected. 


STATOTHR 


Distribution: 
Original - Addse 
Subject 
1 - Chrono 
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